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14 NOV 1983 


REAL ESTATE AND CONSTRUCTION DIVISION 


Northside Utility Line Project - Assuming the weather permits, 
the contractor plans on starting excavation work at the North STAT 
Loading Dock area on Friday, 11 November 1983. HEB has notified 
LSD/OL and the Office of Security. The contractor has also 


i a pedestrian traffic plan for approval. 
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